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E. O. 11652: N/A 
TAGS: TECH PARM IAEA 

SUBJECT: REPORTING INTERNATIONAL TRANSFERS OF NUCLEAR MATERIALS 
REF: A) STATE 119492; B) IAEA VIENNA 4692 

1. FOLLOWING IS COMPLETE TEXT AGREED AD REFERENDUM BY 
MISSIONS OF US, USSR AND UK JUNE 12, 1974: QUOTE: 

TO: DIRECTOR GENERAL, IAEA 

I AM PLEASED TO INFORM YOU THAT MY GOVERNMENT, IN THE INTEREST 
OF ASSISTING THE IAEA IN ITS SAFEGUARDS ACTIVITIES, HAS DECIDED 
THAT THE AGENCY SHOULD BE PROVIDED ON A CONTINUING BASIS WITH 
THE FOLLOWING INFORMATION: 

(1) WITH RESPECT TO THE ANTICIPATED EXPORT OF NUCLEAR 
MATERIAL (EXCLUDING EXPORTS OF SOURCE MATERIAL FOR NON-NUCLEAR 
PURPOSES), IN AN AMOUNT EXCEEDING ONE EFFECTIVE KILOGRAM, 

FOR PEACEFUL PURPOSES TO ANY NON-NUCLEAR WEAPON STATE: 

(A) TH ORGANIZATION OR COMPANY WHICH WILL PREPARE 
THE NUCLEAR MATERIAL FOR EXPORT; 

(B) THE DESCRIPTION, AND IF POSSIBLE THE EXPECTED 
COMPOSITION AND QUANTITY, OF NUCLEAR MATERIAL IN 
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(C) THE STATE AND ORGANIZATION OR COMPANY TO WHICH 
THE NUCLEAR MATERIAL IS TO BE EXPORTED AND, WHERE 
APPLICABLE (E.E., IN THOSE CASES IN WHICH NUCLEAR 
MATERIAL IS PROCESSED FURTHER IN A SECOND STATE 
BEFORE RETRANSFER TO A THIRD STATE) THE STATE AND 
ORGANIZATION OR COMPANY OF ULTIMATE DESTINATION. 

THE FOREGOING INFORMATION WILL BE PROVIDED NORMALLY AT 
LEAST TEN DAYS PRIOR TO EXPORT OF THE MATERIAL FROM MY 
COUNTRY; CONFIMRATION OF EACH EXPORT, INCLUDING ACTUAL QUANTITY 
AND COMPOSITION AND DATE OF SHIPMENT, WILL BE PROVIDED AFTER 
SHIPMENT. 

(2) WITH RESPECT TO EACH IMPORT, IN AN AMOUNT CREATED 
THAN ONE EFFECTIVE KILOGRAM, OF NUCLEAR MATERIAL WHICH, 
IMMEDIATELY PRIOR TO EXPORT, IS SUBJECT TO SAFEGUARDS, 

UNDER AN AGREEMENT WITH THE IAEA, IN THE STATE FROM WHICH 
THE MATERIAL IS IMPORTED: 

(A) THE STATE AND ORGANIZATION OR COMPANY FROM WHICH 
THE NUCLEAR MATERIAL IS RECEIVED; 

(B) THE DESCRIPTION, COMPOSITION AND QUANTITY OF 
NUCLEAR MATERIAL IN THE SHIPMENT. 

THE INFORMATION DESCRIBED ABOVE WILL BE PROVIDED AS SOON AS 
POSSIBLE AFTER RECEPT OF THE MATERIAL. IT IS INTENDED THAT 
THE PROVISION OF THE INFORMATION DESCRIBED AVOVE WILL BE INITATED 
AS SOON AS POSSIBLE AND NOT LATER THAN OCTOVER 1, 1974. THE 
DETAILS OF THESE ARRANGEMENTS CAN BE DISCUSSED WITH YOU OR YOUR 
STAFF WHENEVER CONVENIENT. 

MY GOVERNMENT WOULD APPRECIATE THIS INFORMATION BEING BROUGHT 
TO THE ATTENTION OF ALL MEMBERS OF THE AGENCY BY MEANS OF AN 
INFCIRC DOCUMENT. UNQUOTE 

2. UK MISSION AUTHORIZED TRANSMIT LETTER PER FOREGOING TEXT. 

USSR MISSION SEEKING AUTHORITY, EXPECTED WITHIN "SEVERAL DAYS”, 

TO TRANSMIT LETTER WITH IDENTICAL TEXT. 

3. FULL EXPLANATION PER PARAS 1 AND 2 REFTEL (A) GIVEN UK 
AND USSR MISSIONS. 

4. IAEA REPORT TO NPT PREPCOM WILL GO TO TRANSLATORS JUNE 17, 

BUT TEXT CAN BE CHANGED DURING THAT WEEK. REQUEST AUTHORIZATION 
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